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A* C355 C 


B. 08/B/4014/ 

Gc 9L TRENTON NUMBER 1 / PRIMARY 71»5 ? SECONDARY 80.5 
DE8REES / DEV AS FOLLOWS IN FEET. 

100 PERCENT INTERMEDIATE. 

9R TRENTON NUMBER 2 / PRIMARY 71.5, SECONDARY 80.5 
DEGREES / DEV AS FOLLOWS IN FEET. 


D, 


Ee 

F. 


100 PERCENT INTERMEDIATE. 


gamma 

9L START 2.45, FINISH 2. 
9R START 2.43, FINISH 2. 
9L 9th46=-4000 / 45^24* 

9R 9j”4€-=4000 / 48“20~; 

QUALITY EVAL. 

io DRY, in METAL BOXES. 
2» GOOD 


4 
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25X1 A 


IN 9C062 TOP SECRET 

3 a GOOD 

4 o GOOD 

5 0 GOOD 

GOOD 

7o CLEAR 
REMARKS! 

THE TITLED FRAMES ARE NUMBERED 0000-13 17o 
DEGRADATIONS ARE MINOR AND FEW* 

FOR REPRODUCTION^ THEN SENT TO 
END OF MESSAGE 
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